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3.125 (a) 

FACILniES, GENERAL 

The tiger enclosure located in the right front of the building has several areas of chain link fencing thal are 
e3(ce&5iivety rualed and damaged. The rmted chain link fencing appaare tq be etfuclurally swnd, however iheae 
sections n>90d to be replaced to ensure its continoous safaty and to contain this tiger In Its enclosure. The damaged 
fencing needs to be replaced or repaired to prelect Ihe tiger irom injury. The building housing the tigers is enclosed 
by oheinlink gales and another outside parimeler tenoe. Facilities shall be mainlained in good repair lb protect the 
animals from Injury and to contain the animals. 
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